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SUBJ: J=3 PG EFFORT | a? ae so a 
le Bi :: AUTHORIZED TO ACCOMPLISH THE FOLLOWING ADDITIONAL 


Deciassified and Released by theNRO 


EFFORT ON PG FOR THE J-3 CAMERA SYSTEM: 

a. aT BRB couect pc pata and ACCOMPLISH DEBUG OF PG FEA- 
TURES OF CAMERA SUBSYSTEMS CR-7 THRU CR<=12. . MAINTAIN THIS DATA IN 
SUITABLE FORM FOR RELEASE TO aMS aND/OR 

B. AT DAC, PRODUCE CALIBRATION REPORT FOR CR=4, THIS REPORT 
TO USE SIMPLIFIED PROCEDURES, NOTE THAT THE CALIBRATION REPORT FOR 
CR-3 IS NOT REQUIRED. 

C. AT DAC, BE PREPARED TO TURN OVER TO AMS ann/or THE 
COMPYTER PROGRAMS USED IN GENERATING THE SIMPLIFIED CALIBRATION REPORT. 
THE RESIDENT OFFICE WILL COORDINATE WITH AMS ano AS TO PROe- 
CEDURES AND TIMING OF COMPUTER PROGRAMS TURN-OVER. 
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REPROCUCTION BY OTHER THAIN THE ISSUING OFFICE IS PROHIBITED. cory xo. | 
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2. IN FLIGHT CALIBRATION WILL BE ACCOMPLISHED ON CR-4. HENCE 
THEODOSYNS, XENON FLASH PACKAGE, ELECTRONICS OR GTHER PECULIAR IN 
FLIGHT CALIBRATION EQUIPMENT NEED NOT 8F FURNISHED AP FOS INSTAL- 
LATION ON CR-3, 

3. FOR THE EFFOXT QUTLINED IN PARE t, Wi: AUTHORIZED TO 


™ = | INCLUDING FEE. THIS tS IN ADDITION TO THE RR 


PREVIOUSLY AUTHORIZED IN FY 1968. IN FLIGHT CALIBRATION FINS AuH 
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THORIZATION WILL BE FURNTSHED JMB WHEN THE EFFORT BECOMES ime 
VENT. 
4. CONTRACTING OFFICER CONCURS, 
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